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from photographs 

of experimental specimens 

that were used in a study of 

the bonding of tile to 

treated concrete (p. 58). 

The photographs showed concrete- 
specimen surfaces after 

removal of the tile. 
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This computer system accepts 
pictorial data and presents them in 
a manner meaningful to man. From 
left to right are shown: the FOSDIC 
microfilm scanner, its control, the 
data processor control, keyboard 
and punched tape inputs (in front of 
operator), and, in the background, 
logic and memory components. 


Direct Communication Between 


ACCESS System 
Will Process 
Emergency Data 


April 1966 


MAN & 


COMPUTER 


ACCESS, a data-processing system 
developed by the NBS Institute for 
Applied Technology, represents an 
advance in communication between 
man and computers. This system 
will receive and process data from 
local and remote sources and present 
its output in a form immediately in- 
telligible to the human operator. 

ACCESS (so-called for Automatic 
Computer Controlled Electronic 
Scanning System) was developed for 
use by the Office of Emergency Plan- 
ning to help provide rapid access to 
digital and pictorial data. The ready 
availability of these data will aid the 
OEP in evaluating situations during 
a national emergency. 

ACCESS accepts input information 
directly from microfilm records of 
hand-marked documents and digital 
information either from other ma- 
chines or directly from its keyboard. 
It has been used in experimental work 
at the Bureau to accept such graphical 
material as specially prepared maps 
and charts. It will store the informa- 
tion, perform a variety of operations 


on it, and present outputs either in dig- 
ital form for use by other machines 
or in a form requiring no further 
translation for man. The system in- 
cludes an X-Y plotter which prepares 
such output displays as maps, charts, 
and diagrams. 


The ACCESS System 


ACCESS is primarily a data-gath- 
ering and data-preparation system, ac- 
cepting marked documents which it 
scans by means of an advanced ver- 
sion of FOSDIC. The subsystem, 
Film Optical Sensing Device for In- 
put to Computers, was initially de- 
veloped jointly by NBS and the Bu- 
reau of the Census for machine read- 
ing of census documents.’ The super- 
visory function of ACCESS 
derived from the AMOS IV (Auto- 
matic Meteorological Observation 
Station) system * developed by NBS 
and the Weather Bureau for storing 
and processing weather data from 
remote stations. 

ACCESS is intended to control not 
only the FOSDIC scanner, but also 


continued 


was 








MAN AND COMPUTER continued 


the communications facilities, dis- 
plays, pen plotters, and multiple tape 
units serving the system. Although 
the processor is a relatively slow com- 
puter, it is useful because of its varied 
operations, such as table lookup and 
memory intertransfer. These make it 
adaptable for code conversion, veri- 
fication, editing, reorganizing, screen- 
ing, control of input-output devices, 
and preparation of output messages. 

ACCESS is a single—address, serial 
binary system containing in its ad- 
dressable memory over 25,000 words, 
each of 13 binary bits and 1 parity 
bit used for a quick check of the ac- 
curacy of transfer and recall. A 
double-length word can be used if 
longer ones are desired. 

Four different types of memory are 
used in ACCESS.  Transistorized 
registers, each containing one or two 
words, give fast access to a small 
amount of data during arithmetic and 
other operations; a core memory 
gives fast access to about 1,000 words 
of information; and a magnetic drum 
memory stores up to 24,000 words. 
Finally, four magnetic tape units 
store large volumes of information to 
which extremely fast access is not re- 
quired. Five octal characters, com- 
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In accordance with the Bureau’s 


posed of 15 binary bits, are used to 
address words in the drum, core, and 
register memories. 


Operation of ACCESS 


The FOSDIC scanner is an integral 
part of the ACCESS system. Al- 
though originally designed to detect 
the presence of marks on census 
forms at specified positions, it is used 
by ACCESS to read pictorial material 
as binary information and to selec- 
tively read specified areas on the film 
image. The Bureau in its predelivery 
experiments extended ACCESS’s read- 
ing ability to microfilms of map trac- 
ings on coordinate paper. It matched 
map symbols against those of a blank 
master map, previously entered in 
the memory, to assemble frames of 
county maps into the State map. 

Tracing the lines on a map is ac- 
complished by a line-following pro- 
gram which searches for a point on a 
line and, when it finds one, analyzes 
the eight surrounding points on a fine 
grid to find the direction of the line. 
One of the two peripheral points then 
becomes the central point, and the 
process is repeated to establish the 
line in the computer memory. At 
junctions the search follows the right- 
most path, returning to its starting 
point for closed shapes. The search 


policy of giving 


reverses when it comes to the end of 
a line in the field, so that such a | ne 
is sensed as a collapsed contour. 

The line-following technique v as 
used in the NBS experimentation to 
read closed contours (such as are seen 
on weather maps), county bound- 
aries, and State outlines. The data 
are stored on magnetic tapes as X and 
Y coordinates of the lines and can be 
produced as a trace on a display os- 
cilloscope or as a permanent record 
on an X-Y digital plotter. Symbols 
and map contours on microfilm 
frames were produced on a large X—Y 
plotter in such positions that a com- 
plete map was assembled from micro- 
filmed portions of it. 

NBS is still experimenting with 
aspects and variations of the line-fol- 
lowing program. Bureau scientists 
are studying recognition of the mid- 
dle and junctions of lines and direct- 
ing search into untried line branches. 
They are also looking into the effects 
of varying such operational param- 
eters as the level of recognition 
threshold, type of instructions, and 
characteristics of the search area. 

‘™FOSDIC II reads microfilmed punched cards, 
NBS Tech. News Bull. 41, 72-74 (May 1957), 
and FOSDIC III to assist in 1960 census, NBS 
Tech. News Bull. 43, 106-107 (June 1959). 

* The AMOS IV computer for a prototype auto- 


matic weather station, NBS Tech. News Bull. 45, 
13-15 (January 1961). 


“it STANDARDS AND CALIBRATION 


CHANGES IN NBS RADIO BROADCASTS Hawaii, on 1 March 1966. During 1966, the pulses will 


occur at intervals which are longer than 1 second by 300 
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monthly notices regarding changes of phase in seconds 
pulses, notice is hereby given that an adjustment was made 
in the phase of seconds pulses emitted from radio station 
WWVB, Fort Collins, Colo. On 1 March 1966, the clock 
at the station was retarded by 200 ms at 0000 UT (7 p.m. 
EST of February 28). The successive time pulses emitted 
from station WWVB are 1 second apart. The carrier fre- 
quency is 60 kHz and is broadcast without offset. 

Notice is also hereby given that no adjustment was 
made in the phases of time signals emitted from radio 


stations WWV, Greenbelt, Md., and WWVH, Maui, 
54 


parts in 10'°, owing to the offset to be maintained in car- | 
rier frequencies, as coordinated by the Bureau Interna- | 
tional de l’Heure. 

Phase adjustments, when made, insure that the emitted 
pulses from all stations will remain within about 100 ms 
of the UT2 scale. They are made necessary because of 
changes in the speed of rotation of the earth with which | 
the UT2 scale is associated. 

Daily UT2 information is obtained from weekly fore- 
casts of UT2 provided by the U.S. Naval Observatory in 
accordance with the close cooperation maintained between 
the two agencies. 
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Wolfgang Haller uses a hypodermic 
syringe to inject test substances into the 
new-type chromatographic column. The 
hypodermic needles connect the eluent 
supply and collector to the column. 


Rapid Separation 
Of Macromolecules 
And Virus Particles 


A new type of chromatographic column material, con- 
sisting of nonswelling grains of a high-silica glass, has 
recently been studied at the NBS Institute for Materials 
Research. Chromatographic columns filled with the new 
material, developed by staff member W. Haller,’ can sepa- 
rate molecular-size susbtances larger than those separated 
by organic-gel columns presently used in steric exclusion 
chromatography. 

Test results indicate that such columns should be useful 
for the separation of macromolecular substances, virus 
particles, and cell components, particularly in large-scale 
or sterile operations where speed, reproducibility, and 
reprocessing of contaminated bed material is of benefit. 
Easily controlled and measured pore size and narrow pore- 
size distribution further suggest the use of the column 
material for size determination in analytical and diag- 
nostic procedures. 

The new column material offers other advantages not 
obtainable with previous techniques. For example, it will 
not deform under its own weight, nor under hydraulic or 
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osmotic forces. This feature provides completely repro- 
ducible column packings and very low flow resistance, in- 
dependent of flow rate or pore size. The glass grains do 
not contract on drying, and effective pore sizes can be 
checked by electron micrography or other techniques. 
The glass is not affected by oxidizing or acidic solutions, 
nor by heat. The column can therefore be sterilized as 
well as reprocessed after contamination with organic 
substances. 

These advantages result from two major features of the 
column material. First, since it is glass, it is inert to heat 
and most chemicals. Secondly, unlike a gel, its pore size 
can be controlled over a wide range without affecting the 
pore volume or the rigidity of the glass. A technique to 
closely control pore size was developed by Dr. Haller while 
studying the rearrangement kinetics of the microhetero- 
geneous regions in alkaliborosilicate glasses.’ 

In the present study, artificial mixtures of plant viruses 
and bovine serum albumin were used to investigate the 
separation capacity of the columns. Columns of 41 cm® 
were filled with 24 g of porous glass (dry weight) which 
ranged in pore diameter from 170 to 1700A. The pore 
volume of such glass is 50 +3 percent and its apparent 
density is 1 g per cm*. Hence, dead space is 17 cm* and 
the total free volume is 29 cm’. The column ends were 
enclosed with screw-type closures containing perforated 
plates (glass or stainless steel) and rubber membranes. 

To achieve flow of eluent through the column, the rub- 
ber membranes were punctured with hypodermic needles 
connected to the eluent supply and the collector. Test 
substances were similarly injected into the head end of 
the column through the membrane with a hypodermic 
needle and a syringe. Less than a 0.5 m head was needed 
to establish a flow rate of 1 cm® per min in a column | 
cm? in cross section because of the low flow resistance of 
the column. Flow rates as high as 5 cm* per min and 
above can be obtained with pumps. 

In the tests, substances larger than the pores passed 
through the column and peaked at 17 cm*, which agrees 
with the dead space of the column. Substances very much 
smaller than the pores peaked at 29 cm’, which agrees 
with the total free volume of the column. The peak posi- 
tions were reproducible from column packing to column 
packing and complete fractionations were obtained within 
10 minutes. 

During the tests, contaminated columns were washed 
with hot nitric acid and flushed with water without affect- 
ing the separation characteristics of the column material. 
The columns may thus be re-used time and again, a feat 
not possible with other devices. 


1 For further information, see Chromatography on glass of controlled pore 
size, by W. Haller, Nature 206, 693-696 (May 15, 1965). 

? Rearrangement kinetics of the liquid-liquid immiscible microphases in 
= borosilicate melts, by W. Haller, J. Chem. Phys. 2, No. 2 (January 
1965). 
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Determination Aids Missile Propellant Studies 






Heat of Formation of AluminunF| 


Use of fluorine bomb calorimetry has resulted in the 
first successful determination of the heat of formation of 
aluminum fluoride by direct combination of the elements. 
This investigation was carried out by Eugene S. Domalski 
and George T. Armstrong of the NBS Institute for Basic 
Standards.‘ The heat of formation of aluminum fluoride 
is important for accurately predicting the effectiveness of 
solid propellants containing aluminum. The propellants 
combine with oxidizers containing fluorine. Aluminum 
is potentially useful as a solid-propellant constituent be- 
cause of its high heat of combustion in fluorine per unit 
weight. 


Eugene S. Domalski adjusts a fluorine inlet valve 
to the combustion bomb (below his hand). Fluorine 
inlet pressure is read on a gage (upper right). When 

the bomb is filled, it is removed from the line and placed 
in the calorimeter (box, background). A sample of the 

product gases in the bomb is collected in a bulb 
(in front of the gage, lower right). 


Substitution of fluorine for oxygen in bomb calorimetry | 


has been an important step in determining the heats of 
formation of metal fluorides more accurately. In this 
method, metals react directly with fluorine to produce the 


metal fluoride; thus, the determination is independent of | 
errors introduced by auxiliary heat-of-formation data. | 


However, difficulty in determining the best arrangement | 


(optimum combustion conditions) for the reacting sub- 
stance, difficulty in manipulating fluorine (an extremely 
toxic and reactive gas), and lack of fluorine of sufficient 
purity have delayed widespread utilization of fluorine 
bomb calorimetry. 

In the NBS determination of the heat of formation of 
aluminum fluoride, the combustion bomb used was made 
of nickel, which is nearly inert to fluorine, and the sample 
rested on a monel (nickel-copper alloy) disk at the bottom 
of the bomb. A manifold constructed chiefly of monel 
was used to fill the bomb with fluorine (99 percent). 

The sample to be burned in fluorine was prepared by 
pelleting a mixture of aluminum and Teflon powders.? In 
preparation for a typical measurement, the bomb contain- 
ing the sample was first evacuated and then filled with 
fluorine to a pressure of 21 atmospheres. After the excess 
fluorine was removed from the manifold (by flushing 
with helium) and absorbed in a soda-lime trap, the bomb 
was detached from the line and placed in the calorimeter. 
The sample pellet was ignited electrically by means of a 
tungsten fuse wire. 

Combustion of the sample pellet was 99 to 100 percent 
complete. The aluminum fluoride produced in the com- 
bustion bomb was deposited mostly as a fine white powder 
on all surfaces inside the bomb with the bulk of the prod- 
uct concentrated in the immediate combustion area. 
Gaseous carbon tetrafluoride was the only major product 
of the combustion of Teflon in fluorine. Other fluorocar- 
bons were present to less than 0.05 percent. 

As a result of the NBS investigation, the heat of forma- 


tion of aluminum fluoride, determined by direct combina- | 


tion of the elements for the first time, was found to be 
— 1507.8 kJ/mole or — 360.37 kcal/mole with an overall 
uncertainty of 6.6 kJ/mole or 1.6 kcal/mole. This value 
is significantly more negative than that previously deter- 
mined indirectly by measuring the heat of reaction of 
aluminum with lead fluoride,’ * and suggests that direct 
combination of the elements should be used where pos- 


seers 


sil 


po 


con 
stre 


(Ar 
(19 
4 


ch 


sei 
pel 
ist 
ne 
las 
19 
ne 
lit 
ri 


NBS Technical News Bulletin AF 








unr | uoride 


‘imetry | 
eats of 

[In this | 
uce the | 
dent of | 
1 data. | 


ifficient 
Juorine 


ition of 
is made 
sample 
bottom 
* monel 
he 

ared by 
Ts.7 In | 
contain: 
ed with 
e excess 
flushing 
1e bomb 
rimeter. 
ins of a 


percent 
he com- 
_ powder 
he prod- 
yn area. 
product 
uorocar- 


f forma- 
ombina- + 
nd to be 
1 overall 
his value 
ly deter- 
iction of 
at direct 
1ere pos- 





Fluorine bomb (right) and pellet press (left). The 


calorimeter bomb head is shown in the foreground. 





NEW MASS SPECTROMETRIC DATA CENTER 


and stored on punched cards which 
are updated as new data are found. 
Current information on a particular 
ionic system can be made quickly 
available to individual investigators, 
thus eliminating the need for personal 


sible to determine heats of formation of fluorine com- 
pounds. 

1 For further details, see Heat of formation of aluminum fluoride by direct 
combination of the elements, by Eugene S. Domalski and George T. Arm- 
strong, J. Res. NBS 69A (Phys. & Chem.), No. 2, 137 (March—April 1965). 

2Combustion and reaction calorimetry, NBS Tech. News Bull. 46, 61 
(April 1962). 

*P. Gross, C. Hayman, and D. L. Levi, Trans. Faraday Soc. 50, 477 
(1954). 

*V. P. Kolesov, A. M. Martynov, and S. M.. Skuratov, Zn. Norgan, Khim 
6, 2623 (1961). 

Scientists and engineers may now 
obtain up-to-date information on the 
energetics of gaseous ionic processes 
from the National Bureau of Stand- 
ards. A new facility, part of the Na- 
tional Standard Reference Data Sys- 
tem,' furnishes data in convenient _ literature searches. 


tabular form on ionization and ap- 
pearance potentials and heats of for- 
mation of ionic species. 

Named the Mass Spectrometric 
Data Center, the facility is staffed by 
Fredric N. Harllee, H. M. Rosen- 
stock, and John T. Herron of the NBS 
Mass Spectrometry Section. Requests 
for data on specific ionic processes 
may be made either by letter or by 
telephone. 

These data are used by physical 
chemists, molecular physicists, and 
engineers working in aerospace re- 
search, and in other fields such as 
petroleum chemistry, radiation chem- 
istry, catalysis, and the synthesis of 
new materials. The cutoff date of the 
last comparable data compilation was 
1955.*. Since that time, a wealth of 
new material has appeared in the 
literature. Virtually all of this mate- 
rial has now been abstracted at NBS 
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Ultimate aim of the new Center is 
the development of a critically evalu- 
ated and, hence, reliable body of in- 
formation on fundamental molecular 
properties and processes that are 
measured principally by mass spec- 
trometric techniques. As a first step 
in this direction, the Center has sys- 
tematically collected and abstracted 
the existing literature on the ener- 
getics of ionic processes and has in- 
corporated the resulting data into an 
effective retrieval system. 

The NBS Office of Standard Refer- 
ence Data has let a contract to Rice 
University, Houston, Tex., for the 
initial critical evaluation work, using 
the data now in the files of the Center. 
The work will be carried out by J. L. 
Franklin, Welch Professor of Chem- 
istry at the University and interna- 
tionally known as an authority in the 
field of mass spectrometry. Profes- 


sor Franklin will be assisted by F. H. 
Field of the Esso Research and En- 
gineering Corp., which is sponsoring 
Dr. Field’s share of the work. 

When the evaluation is completed, 
probably within the next 12 to 15 
months, it will be added to the Na- 
tional Standard Reference Data Series 
of Publications... The Center will 
then keep the evaluation up to date as 
new data on ionic processes become 
available. 

The Center is at present engaged in 
a project to collect available data on 
the mechanisms and cross sections of 
ion-molecule reactions. In addition, 
plans are being made to collect avail- 
able data on isotopic abundance de- 
terminations and electron affinities. 
In the meantime, special tables and 
bibliographies in current demand will 
be issued as NBS publications. 


1 National standard reference data system— 
plan of operation, NSRDS-NBS 1, December 1964, 
by Edward L. Brady and Merrill B. Wallenstein, 
available from the Superintendent of Documents, 
U.S. Government Printing Office, Washington, D.C., 
20402 (15c); also, National standard reference 
data system, NBS Tech. News Bull. 47, 138 
(1963). 

* Electron impact phenomena and the prop- 
erties of gaseous ions, by F. H. Field and J. L. 
Franklin, Academic Press, Inc., New York (1957). 
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Lejt: Sanding a waxed surface (top) improves the bond 

of asphalt emulsion adhesives: an unsanded surface is at the 
bottom. Right: Both cutback and emulsion adhesives bond well 
to cements with butadiene-styrene copolymer curing agents. 


Bonding of 
Tile and Paint 


TO TREATED CONCRETE 


Left: Asphalt cutback adhesive (bottom) bonds to cement with an oil 

and wax curing agent better than the emulsion adhesive (top). Right: The 
bare patches in both adhesives indicate poor bonding to cement 

treated with a curing agent of paraffin wax in kerosene. 
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The NBS Institute for App! ed 
Technology has recently comple: :d 
an investigation of the adhesion of 
resilient tile flooring and paints to 
concrete surfaces treated with curi ig 
or parting agents. In this stucy, 
sponsored by the Army, Navy, aid 
Air Force, W. C. Wolfe found that 
asphalt cutback adhesive (a solvent- 
type asphalt adhesive) may be used 
successfully over most treated con- 
crete surfaces. However, asphalt 
emulsion adhesive requires an as- 
phalt primer to insure adhesion, par- 
ticularly when used over oily or waxy 
material. Paints formulated with 
butadiene-styrene copolymer or chlo- 
rinated rubber in organic solvents 
appear to have the best adhesion to 
treated concrete. For good adher- 
ence, most other paints must be com- 
patible with the treating agent. 
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ei 


Curing and parting agents are | 


widely used on concrete structures. 
Curing agents are organic materials 
that are applied to seal in the moisture 
needed to cure the concrete. They 
are generally solutions of synthetic 
resins in organic solvents; waxes, oils, 
silicones, or a combination of these 
may also be present. Parting agents 
are used to separate slabs in lift- or 
tilt-slab construction, and_ usually 
contain oils and waxes. 

The failure of some coating mate- 
rials to bond with concretes treated 
with these agents has generated con- 
siderable interest in the effect of the 
treating agents on adhesion. The 
present study was initiated to deter- 
mine which coating materials may be 
used on treated concrete surfaces 
without adverse effects, and to find 
methods of correcting unsatisfactory 
surface conditions. 

In addition to curing and parting 
agents, deposits of wax, oil, grease, or 
dirt may be found on concrete floors. 
Also, oil from molding forms may re- 
main on concrete walls and cause 
trouble with paints. 


Adhesion of Resilient Tile 


In this investigation, asphalt and 
vinyl asbestos tiles that are widely 
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used for commercial and Government 
resilient flooring were affixed to ce- 
ment specimens with asphaltic adhe- 


sives. The adhesion of these tiles was 
then tested both qualitatively and 
quantitatively. : 

In the qualitative bond tests, si 
cement mortar panels, % by 27 by 28 
in., were cured with various composi- 
tions and one panel was moist cured. 
Nine 9- by 9-in. tiles were cemented 
on each panel, with either cutback 
or emulsion adhesive. 

The tiles were removed by hand 
about 3 months later, and the diffi- 
culty of removal was noted. Gen- 
erally, the tiles had to be pried loose 
with a putty knife. No oozing be- 
tween tiles was noted, even on oily 
and waxy panels. Light sanding of a 
panel treated with paste wax im- 
proved the adhesion of asphalt emul- 
sion adhesive. 

The moist-cured panel’s white ap- 
pearance suggested _ efflorescence. 
Tiles bonded to this panel with the 
cutback and emulsion adhesives were 
pried up with moderate difficulty, in- 
dicating fairly good adhesion. About 
half of the concrete surface under 
each tile, however, was bare. This in- 
dicated fair or poor adhesion. The 
bare surfaces appeared “dusty” and 
the adhesive remaining on the tiles 
was white; the adhesive apparently 
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removed some laitance* from the con- 
crete. 

In the quantitative straight-pull 
bond tests, 2-inch-square asphalt tiles 
were bonded under pressure to the 
trowel-finished side of 2-inch cement 
mortar cubes cured under water or 
with various curing agents. Wooden 
cubes, cemented to the top of the tiles, 
and the mortar cubes were secured to 
special yokes clamped in a tensile test- 
ing instrument. Straight-pull tests 
were performed on sufficient cube 
assemblies to obtain significant results 
on the adhesive bond strength. Bond 
strength of the two adhesives differed 
significantly, the emulsion type hav- 
ing the stronger bond. 

The bond strength of the emulsion 
adhesives was decreased by organic 
curing agents based on _ butadiene- 
styrene copolymer, chlorinated rub- 
ber, petroleum hydrocarbon resin, 
polyvinyl toluene-butadiene copol- 
ymer, paraffin wax, or paraffin wax 
with kerosene. None of these agents 
affected the bonding of cutback ad- 
hesives. Prior treatment of the con- 
crete with sodium silicate solution did 
not noticeably improve the bond 
strength. 


Adhesion of Paints 


In the paint-adhesion tests, treated 
cement mortar panels were coated 





These special yokes are attached 
to a wooden block (left) 

and a cement block (right) 
with a piece of tile 

in between. After the tile 

is bonded to the wood with epoxy cement 
and to the cement with either 
an asphalt cutback or emulsion adhesive, 
the yokes are fitted to a tensile 

testing machine. The bond strengths of 
the asphalt adhesives are then determined. 


with a variety of paints. Adhesion 
was judged qualitatively after 1, 7, 
and 30 days by scraping with a sharp 
knife and by a pressure-sensitive tape 
test. In this test, a cross about 14 by 
1 in. was cut in the surface of the 
paint, and tape was applied over the 
cross. The tape was detached with a 
sharp pull as nearly as possible in 
the plane of the surface and the 
amount of paint removed was ob- 
served. 

Cement-water paints adhered poor- 
ly to concrete treated with curing 
agents, because they need a rather 
porous hydrophilic surface. Other 
types of concrete paints had excel- 
lent adherence to panels cured with 
agents based on either a butadiene- 
styrene copolymer or chlorinated 
rubber, but varied in compatibility 
with other curing agents. In gen- 
eral, emulsion or latex paints did not 
adhere well to panels treated with oily 
or waxy materials. Organic solvent- 
based paints were generally satisfac- 
tory when applied over oils and 
waxes. Paints formulated with buta- 
diene-styrene copolymer or chlorin- 
ated rubber in organic solvents, such 
as xylene or mineral spirits, appeared 
to have the best adhesion. 


*Laitance consists of small particles of mate- 
rial that form a whitish scum on the surface of 
fresh cement. 
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The twin-T bridge shown has been assembled from 
modules developed at the NBS Radio Standards Laboratory. Here the 
twin-T is being used to calibrate an incremental 

conductance standard for use with admittance ratio bridges. 


MODULAR TECHNIQUE GIVES ACCURAT 


A modular method of building high-frequency elec- 
tronic equipment, developed by the Radio Standards La- 
boratory, has led to instruments which are both more 
accurate and more versatile than conventional units. The 
new technique has been adapted to a number of imped- 
ance- and admittance-measuring devices by Leslie F. 
Huntley and Robert F. Metzker of the Radio Standards 
Engineering Division, and can be applied to devices for 
measuring other electrical quantities. 

Like a child’s Tinker Toy, the modules can be readily 
joined to form a variety of measuring instruments.’ 
Thus it is possible to assemble a special calibration in- 
strument without going to the expense and incurring the 
delay of custom design and construction. Each compo- 
nent or module can be defined and evaluated individually, 
making possible more economical calibration service 
facilities and improvement in the accuracy of the over- 
all instrument. 

An additional advantage of the modular construction 
technique is that in the event of component failure, the 
malfunctioning module can be replaced with a pread- 
justed, precalibrated one and the instrument can be re- 
turned to service with a minimum of costly downtime. 
The same is true of instruments needing recalibration of 
a module for continued accuracy. Obsolescence of meas- 
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uring instruments is prevented because any advancement 
in the accuracy of a standard improves the accuracy of all 
instruments using the module since the module is the 
standard. Further, the capability of repeating measure- 
ments, with exchange of immittance* standards and un- 
knowns, facilitates statistical evaluation of the calibration 
process. 


Modular Technique 


Key to the modular construction is a sexless, precision 
coaxial connector which has a definable reference plane 
and can be mated, without adapters, with any other con- 
nector of the same size. This makes it possible to assemble 
standard components in a variety of combinations unlim- 
ited by connector requirements. Connectors of three 
designs are used for this purpose at NBS: one is a 19-mm 
connector adapted from a design introduced in England:* 
the other two are the 7- and 14-mm connectors proposed 
as IEEE standards. The following modules have now 
been built at the Bureau: one- and two-port resistors, capa- 
citors, and inductors; one-port incremental capacitors, 
resistors, and short circuits; and six-port junctions. 


Instruments Built 


One of the instruments recently built is an admittance 
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W.F. Clore takes a final cut on a 7-mm 
cube connector (six-port coaxial junction), used 
to connect together several modules designed 


at the NBS Radio Standards Laboratory. 

























ATHF INSTRUMENT 


Highly precise machining techniques 
were used to fabricate the modules assembled 


ement bridge that provides for selection of the admittance range in this twin-T bridge on the right. 

of all by substitution of the appropriate standard as a ratio ele- A diagram of the bridge is given on the left. 
is the ment, in contrast to the circuit-switching methods of con- 

‘asure- ventional instruments. Elimination of switching results 

nd un- in circuit simplification. Also, network effects resulting 

ration from the presence of unused ratio arms are eliminated and 


frequency characteristics are improved. The accuracy 
of a modular instrument can be established and main- 
tained easier than that of its conventional predecessor 


ecision since it is composed of standards easily removed for cali- 





, plane bration. Finally, the unknown admittance is determined 
*r con- with maximum accuracy by balancing it against a high 
semble quality fixed standard of about the same value, in parallel 
unlim- | with small incremental standards. 
| three (nother instrument constructed by this technique is a 
19-mm self-calibrating twin-T instrument having 19-mm connec- 
zland ;° tors.’ This instrument is used to measure conductance in 
oposed , terms of capacitance throughout the HF range (to 30 
ve now | MHz). A similar instrument with 7-mm connectors has 
s, capa- been operated over the VHF range. Still another, employ- 
acitors, ing a series resonance technique for determining absolute 
. conductance, was used at 100 kHz to verify Q measure- 
ments made with the twin-T instrument. ‘ 
The Bureau’s promising experiences with calibrated haar pac caeneseiaaneones tage ope 
J used in NBS instrumentation. The size refers to the 
rittanee modules may encourage further use of this approach in inside diameter of the outer conductor. 
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Robert F. Metzker uses the NBS modular admittance 
ratio bridge, assembled according to the diagram shown 
above, to measure a fixed. capacitor. 

















NBS engineer Leslie E. Huntley makes measurement 

needed to determine the conductance and resonating capacitance 
in a series-resonant circuit. The equipment has been 

assembled in the configuration shown above. 
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MODULAR TECHNIQUES coniinwed 


designing and producing instruments. The modular tec 1- 
nique could enable instrument manufacturers to meet pre- 
sent demands for calibrated immittance-measuring instr: 
ments. 


Design Data 


In an admittance ratio bridge, the required admittance 
range can be obtained by the use either of multiple ratios 
and a small number of decades in the standard arm, or of 
a single fixed ratio and a large number of decades in the 
standard arm. In conventional, hand-wired ratio bridges, 
multiple ratios are usually obtained by switching circuits; 
this practice increases the residual shunt admittance and 
series impedance of the ratio elements. In modular con- 
struction, the ratio elements are individual standards that 
can be freely substituted, so the need for internal switching 
circuits is eliminated and network effects that degrade 
frequency characteristics are reduced. 

If a large number of decades are used to obtain a wide 
admittance range, the residual admittance in the standard 
arm of the bridge is thereby increased, making it necessary 
to increase the “zero” admittance in the unknown arm to 
obtain initial balance. Because the standard admittances 
are physically large, the residual impedance between the 
standard elements and the bridge corners is large. An 
increase of the residual admittances in the standard and 
unknown arms tends to decrease the bridge sensitivity 
and cause stability problems. The impedance in series 
with the standards makes necessary large corrections to 
the bridge readings at the higher frequencies. 

In modular construction, high-quality fixed standards 
of the appropriate value of the unknown admittance are 
connected in parallel with small incremental standards at 
the bridge corner. The unknown admittance is then meas- 
ured in terms of a small difference from the externally 
connected fixed standards. Since the initial balance is 
obtained with the small incremental standards, the “zero” 
admittance is minimized. The high frequency corrections 
to the bridge readings are minimized because the compact 
design of the immittance modules decreases the residual 
impedance in the standard arm. 


*The word “immittance” is a composite of impedance and admittance 
It stands for impedance and/or admittance. 

‘This program should not be confused with Project TINKERTOY, which 
was conducted by the Bureau in the early 1950's to demonstrate the feasi- 
bility of machine-producing vacuum-tube modules. See Project TINKERTOY, 
modular design of electronics and mechanized production of electronics 
NBS Tech. News Bull. 37, 161-170 (November 1953). 

* A coaxial connector system for precision R.F. measuring instruments and 
standards, by D. Woods, Proc. IEEE, 108B, Paper No. 3499E, 205-215 
(March 1961). 

® A self-calibrating instrument for measuring conductance at radio fre- 
quencies, by Leslie E. Huntley, J. Res. NBS 69C (Eng. and Instr.), No. 2 
(April-June 1965). 
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WAVELENGTH 
DEPENDENCE IN 
THERMOPILES 
OBSERVED 


\ccurate measurement of detected radiation in the far 
ultraviolet is of great importance in space physics and 
astrophysics. Knowledge of the radiations found in outer 
space is needed to design and construct long-range space 
vehicles and to provide adequate protection for persons 
traveling in these vehicles. Thermopiles—a number of 
thermocouples connected in series—are often used to 
detect radiation in the far UV spectral region. Because 
difficulties arise in making calibrations in the UV, the 
thermopiles are generally calibrated with visible and near- 
infrared radiation, on the assumption that the sensitivity 
of the thermopile will not change as the wavelength of the 
radiation changes. 

As one phase of a program to establish radiation stand- 
ards in the UV region, studies to test the “wavelength in- 
dependence” assumption have been made by R. G. John- 
ston and R. P. Madden of the NBS Institute for Basic 
Standards,’ under the sponsorship of the National Aero- 
nautics and Space Administration. In one of these stu- 
dies, a significant wavelength dependence was observed 
and traced to the photoelectric effect. This finding indi- 
cates that corrections should be made for thermopiles cali- 
brated in the visible but used to detect radiation in the far 
ultraviolet. 





The study was carried out by means of a vacuum ultra- 
violet monochromator with a l-meter radius and a 600- 
line/mm concave grating. The radiation source was 
a windowless d—c capillary discharge tube. The thermo- 
pile consisted of a series connection of four elements com- 
posed of bismuth-tellurium and bismuth-antimony alloys. 

In the first test with this equipment, the scattering of 
incident radiation as a function of wavelength was investi- 
gated. It was found that a small amount (2-4 percent) of 
the incident radiation was scattered (reflected away), but 
this occurred in all cases, regardless of the wavelength of 
light used. A second test indicated that no wavelength 
dependence was created when alternating current was used 
in place of direct current to amplify the radiation source. 

A third test, however, did reveal a significant wave- 
length dependence. It was found that as ultraviolet radia- 
tion of wavelengths below 1600 A strike the black ab- 
sorbing material of the thermopile, the energy of colli- 
sion causes electrons in the black material to be ejected. 
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Photoelectric E iffect 
Causes Errors in 
UV Radiation Measurements 





Apparatus used to study the sensitivity of thermopiles in 
detecting far UV radiation. Measurements take place 
in the steel chamber (center right) which is connected to 


a vacuum monochromator (lower left). The monochromator 
generates ultraviolet light of particular wavelength. 


This photoelectric effect occurs only with short-wavelength 
ultraviolet light; the longer wavelengths of visible light 
cannot produce it. The ejected electrons carry away a 
significant amount of the incident ultraviolet energy (as 
much as 5 percent), thus resulting in a substantial varia- 
tion between ultraviolet and visible light measurement. 

These tests were conducted with a particular type of 
thermopile and blacking material; however, the ones 
chosen are typical of those commonly used in the ultra- 
violet region. The particular significance of the work is 
that the wavelength dependence and its cause have been 
definitely established and the necessity for a correction has 
been noted. It appears that if the necessary corrections 
are determined carefully for an optimum thermopile, a 
radiation detection standard could be established for the 
far ultraviolet. Such a standard would be reliable to 
several percent—a very desirable goal at this time. Work 
is now continuing in this area. 


' For further technical details, see On the use of thermopiles for absolute 
radiometry in the far ultraviolet, R. G. Johnston and R. P. Madden, J. Appl 
Optics 4, 1574 (1965). 
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Pressure Transducer Response 
Affected by Thermal Gradienis 


strip chart. 


Recent research at the NBS Institute for Applied Tech- 
nology disclosed that the performance specifications of 
many flush-diaphragm pressure transducers do not de- 
scribe their actual performance when they are subjected 
to thermal gradients. The degradation of performance 
is temporary; the response typically returns within its 
specified limits when thermal equilibrium is regained. 
This aberration was studied by physicist Leon Horn of 
the Institute’s instrumentation laboratories. It is detected 
by a procedure he developed for testing transducer per- 
formance under controlled conditions of thermal shock.’ 

For many years the Bureau has investigated transducer 
problem areas, one of which is the validity of performance 
specifications under steady-state conditions. Pressure 
transducers have been assumed to operate correctly if 
zero-shift and sensitivity remained within specified limits 
during certain tests conducted under static temperature 
conditions. Dynamic temperature effects were almost ig- 
nored. Increased use of transducers in the presence of 
thermal gradients, as in rocket-motor and space-environ- 
ment tests, now makes it necessary to verify instrument 
performance under dynamic temperature conditions. 

Changes in ambient temperature can affect pressure gage 
performance by shifting zero values, altering sensitivity, 
or changing damping. Manufacturers have attempted to 
compensate for static changes in designing instruments. 
Compensation for dynamic thermal changes is not al- 
ways possible, however, as each component responds to a 
thermal wave at a time determined by the path length and 
the conductivity of the materials between it and the heat 
source. Therefore, some shift in the zero indication of 
any pressure transducer must be expected in the presence 
of thermal gradients. 


Testing Response to Gradients 


The test procedure developed by Mr. Horn for deter- 
mining transducer response uses a device which applies an 
accurately known temperature gradient to the transducer 
while its output is being monitored. The device consists 
of a heating element surrounding a well holding fused, 
low-melting-point metal. The temperature, continuously 
controlled by an autotransformer between 225-900 °F 
(107-482 °C), is accurately known by means of a thermo- 
couple. The transducer being tested is mounted on a 
platform that is swung down so the transducer just touches 
the molten metal, at which time the temperature gradient 
across the transducer is measured. 

Transducer temperatures during dynamic testing, ob- 
tained from thermocouples in the molten metal and at the 
rear of the transducer, are permanently recorded on a 
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Transducer output data are recorded hy 
photographing the oscilloscope presentation of transducer 
output for sweep durations of the order of minutes. 


Findings 


Thermal response tests on flush-diaphragm type pres- 
sure transducers showed that the response in the presence 
of gradients could not have been anticipated from device 
specifications. The zero-shift of some transducers was 
within specified variability but for others it far exceeded 
the specified limits. For some instruments a zero-shift of 
10 percent of the full-scale pressure indication is allow- 
able for a temperature change from room temperature to 
600 °F (an increase of about 320 °C). Mr. Horn found 
shifts of 40 percent for some transducers subjected to this 
thermal change. Instruments having such characteristics 
may be suitable under stable conditions, but completely 
unacceptable in the presence of large thermal gradients. 

The typical zero-shift consists of an initial shift due to 
the increased temperature of the transducer face, followed 
by a rapid recovery and overshoot of greater amplitude 
and duration. The overshoot builds up to a maximum 
as the temperature gradients sweep across the structure 
and then decays asymptotically. Time required to reach 
a maximum—a minute or less—is determined by instru- 
ment materials and design. Ultimately, when all gradi- 
ents have passed, the transducer components are once 
again at the same temperature and the instrument’s indi- 
cation returns to the zero for that temperature. 

Attempts to categorize pressure transducer behavior ac- 
cording to design type (strain gages on diaphragm, strain 
gage stressed by linkage, piezoelectric, bellows, and dif- 
ferential transformer, for instance) have been unsuccess- 
ful. Apparently, details of design and selection of ma- 
terials are more important than is the type of construction 
in determining thermal characteristics. 

Categorization by manufacturer was also useless in pre- 
dicting behavior. Comparison of units of the same manu- 
facture and design series showed one to have a desirable 
thermal characteristic, while another, subjected to a sud- 
den gradient, shifted its indication by more than 100 per- 
cent of full scale and became inoperative in less than 
20 sec. After removal of the gradient, the transducer re- 
covered and performed satisfactorily. A third gage of 
this series recovered sufficiently for the zero indication 
to return within the specified limits within 40 sec. 


1The response of flush diaphragm pressure transducers to thermal gra- 
dients, by Leon Horn, Preprint No. 13.3-4-65, 20th Annual ISA Conference, 
Oct. 4-7, 1965, Los Angeles, Calif. (Available from Instrument Society of 
America, 530 William Penn Place, Pittsburgh, Pa. 15219, for 75 cents.) 
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NBS scientist Leon Horn tests 

a@ pressure transducer’s response 

to thermal shock by bringing 

the transducer (not visible) down 
to touch the molten metal below it. 
Thermocouples at the metal and 
the transducer are referenced to 
junctions in an ice bath beside 

the potentiometer at left. 
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Below, the slow-sweep (3-minute) 
oscillogram shows the initial shift 
in zero-pressure indication of 

a pressure transducer subjected to a 
thermal shock. It immediately 
swings back and far overshoots the 
zero position, reaching a maximum 
in less than a minute. (Large 
vertical divisions = 10 percent 
transducer full scale.) 
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lication . Left, the transducer protruding through the bottom of 


this box will be swung down so that its bottom is in thermal 
contact with the molten metal in the well below, which 
is ata known temperature. Temperatures of the transducer 
rmal gra- J 
onference and the molten metal are measured by thermocouples 
Society of (leads from left) and variations of the transducer output 
15 cents.) are analyzed to determine its response to thermal gradients. 
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Flaming is stable in 
this small-scale 
model used in a recent 
study of enclosed 
fires. By varying the 
size of the window 
opening, ventilation 
parameters were 
defined which 
hopefully may be used 
to relate data on 
model fires to fires 
in full size 
structures. 


Large-scale fire research experiments are expensive and 
difficult to analyze because of the interactions of mechan- 
ical, chemical, thermal, and diffusional processes. Al- 
though these interactions also complicate analysis of fires 
in small-scale models, the use of such models under con- 
trolled conditions may provide useful information at much 
less cost. To facilitate their application, the NBS Insti- 
tute for Applied Technology initiated a study to develop 
basic information on the use of small-scale models in fire 
research. 

In this study,’ D. Gross and A. F. Robertson investi- 
gated three different sizes of model enclosures. They 
found scaling relationships between the sizes which may 
be useful in relating the models to full-scale structures. 
The scaling relationships were obtained by “normalizing” 
the burning rate and ventilation parameter. 


Experimental Models 


The models used in this study were three geometrically 
similar box-type enclosures in each of which the width, 
height, and length dimensions were in the ratio 1 : 1 : 2. 
Model widths were 16.5, 46, and 145 cm, for the three 
enclosures, designated I, II, and III, respectively. Each 
model had a single ventilation opening or “window” cen- 
trally located on the front end. For vertical windows, 
the opening was full height and adjustable in width from 
closed to fully open. The opening of the horizontal win- 
dows was full width and adjustable in height from closed 
to fully open. 

Reproducible crib-type combustible loads were used in 
the models. The cribs consisted of sticks of unfinished 
cellulose-base fiberboard having high flammability and 
uniform burning characteristics. They were supported 
above the floor between the center and rear of the models 
and were ignited by kerosene-soaked fiberboard wicks. 

Although mass burning rates, temperatures, and gas 
compositions were measured for the duration of each test, 
only the data recorded for fully developed fires were con- 
sidered. These data correspond to the period of burning 
during which crib weight decreased from 80 to 30 per- 
cent of its original weight. 


66 


SCALING FACTORS 


FOR FIRES 
In Test Models 


Findings 


In all three models, as ventilation was increased grad- | 
ually, the fully developed fires had two reactions separated | 
by a transition zone. The first reaction was essentially 
a smoldering one with little visible flame, as ventilation 
was not sufficient to permit stable flaming within the en- 
closure. The burning rate increased with increased ven- 
tilation until the transition zone was reached. Here the 
burning rate no longer increased with ventilation and in 
some instances the burning rate actually decreased. After- 
the transition zone the burning rate again increased with 
increased ventilation and flaming became stable. Finally 
a point was reached where further ventilation increases had 
no effect. Burning was then no longer ventilation limited, 
but corresponded to crib burning in open air (free burn- 
ing). 

Cribs of identical weight, construction, and exposed sur- 
face area were used in tests of model I and in most tests 


In the experimental apparatus used for fire research at 

the NBS Institute for Applied Technology, crib-type 

loads in small-scale model enclosures were supported on 

a platform balance scale. Mass burning rates, temperatures, 
and. some gaseous combustion products were measured in 
fully developed fires as the crib weight decreased 

from 80 to 30 percent of the initial weight. 
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of del II. In other tests of model II and in tests of 
mo: | III, some weight and surface variations were intro- 
duc. in the cribs. The results indicated that the burn- 
ing ate and the ventilation parameter (the window area 
tim: - the square root of the window height) of a model 


cou!:! be related to those of another model by dividing the 

parameters by the square of the linear scale ratio. With 

mode! II as the reference, “normalized” parameters were 
ied for models I and III. 


obta 

The normalized burning rates were plotted against the 
normalized ventilation parameters for each model. Visu- 
ally estimated “best fit” lines were drawn through the 
points plotted above the transition zone, and lines parallel 
to these were drawn through the points below the transi- 


tion zone. Horizontal lines were drawn through the points 
indicating free burning. 

The best fit lines for the three models show an apparent 
overall correlation of the data despite the size, weight, and 
surface area differences of the models. The lines for 
models II and III have a slope of one, indicating a direct 
proportionality, whereas the data for model I indicate a 
higher power relationship. 

As these results apply only to the models and cribs 
studied, caution should be exercised in attempts to apply 
this data to other situations. 


' For further information, see Experimental fires in enclosures, by D. Gross 
and A. F. Robertson, Proceedings of the 10th International Symposium on 
Combustion, p. 931-942 (1965). 





FIRST IMR SYMPOSIUM ON MATERIALS RESEARCH 


The NBS Institute for Materials Research (IMR) 
will sponsor its first Symposium on Materials Research 
with international participation at the Bureau’s new facili- 
ties in Gaithersburg, Md., October 3-7, 1966. The sub- 
ject of this meeting will be “Trace Characterization— 
Chemical and Physical.” General chairman for the event 
is Dr. W. Wayne Meinke, assistant general chairman is 
Dr. Roger G. Bates, and Bourdon F. Scribner is the tech- 
nical program chairman. 

The symposium will bring together leading authorities 
in many different fields which contribute to the physical 
and chemical characterization of materials, especially in 
the detection and determination of trace amounts of de- 
fects and “foreign” substances. Current trace characteri- 
zation problems will be discussed and the successes and 
shortcomings of materials characterization will be ex- 
amined. In addition, experimental methods and _tech- 
niques will be compared and evaluated. 

Thus, the symposium should improve the effectiveness 
of materials research by summarizing the present capabili- 
ties and future potential of the more useful tools for trace 
characterization, and by promoting the exchange of 
knowledge among the varied disciplines upon which com- 
plete and meaningful characterization depends. 

Morning and afternoon sessions of the program will be 
held in the new NBS auditorium with the morning sessions 
devoted to two 1-hour invited lectures and related discus- 
sion. Shorter contributed papers will be scheduled in the 
afternoon, followed by discussion periods. 
taneous sessions will be held. 


No simul- 


Those desiring to present papers should submit titles and 
abstracts of about 300 words to B. F. Scribner, Institute 
for Materials Research, National Bureau of Standards, 
Washington, D.C., 20234, before May 1, 1966. These 


papers should emphasize new methods or capability in 
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the chemical and physical trace characterization of ma- 
terials. Critical papers on specialized aspects of the prin- 
cipal themes, especially those on new developments and 
broadened potential, will be welcome. Limited program 
time precludes detailed description of well-known methods 
and techniques. 

The following general areas of trace characterization 
will be covered: 

1. Electrical 
relaxation ). 


ste 


resistivity, Hall effect. dielectric 


2. Spectroscopic (e.g., emission, x-ray, including micro- 
probe, atomic absorption). 

3. X-ray diffraction (e.g., lattice parameter, electron 
density, topography ). 

4. Optical (e.g., color center studies. light scattering, 
spectrophotometry ). 

5. Electrochemical (e.g., polarography). 

6. Nuclear (e.g.. 
dilution). 


activation analysis, radioisotope 
7. Resonance (e.g., electron spin resonance, ESR, and 
nuclear magnetic resonance, NMR). 
&. Mass spectroscopy 
dilution). 


(e.g., spark source, isotope 


9. Electron and optical microscopy (e.g., replica and 
transmission techniques, electron diffraction). 

10. Sample preparation, preconcentration, handling, 
reagents. etc. 

Both invited lectures and selected contributed papers 
will be published in a volume to be prepared from the 
proceedings of the symposium. Manuscripts must be in 
the hands of the technical program chairman by Septem- 
ber 1, 1966. All individuals interested in receiving later 
announcements concerning the symposium should write 
Dr. Roger G. Bates, Institute for Materials Research, Na- 
tional Bureau of Standards, Washington, D.C., 20254. 
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J. Res. NBS 70C (Engr. and Instr.) , No. 1 (January-March 19:6), 
75 cents. 
Coulometric calibration of microvolumetric apparatus. 
rinenko and J. K. Taylor. 


G. Ma. 


Effect of temperature and notch geometry on the tensile be. 
havior of a titanium alloy. W. D. Jenkins and W. A. Willard, 


Measurement standards for low and medium peak pulse voltages, 


A. R. Ondrejka and P. A. Hudson. 


Temperature coefficient of rf permeability measurement using 
an impedance bridge as an equality indicating device. A. L 
Rasmussen. 


A test apparatus for the study of forced air-mixing devices, 
T. K. Faison, J. C. Davis, and P. R. Achenbach. 


OTHER NBS PUBLICATIONS 


Radiochemical analysis: Activation analysis, instrumentation, radia- 
tion techniques, and radioisotope techniques, July 1964 to June 


1965, Ed. J. R. DeVoe, NBS Tech. Note 276 (Jan. 7, 1966) , $1.00 


Keypunch controls for string-punching of statistical data, M. J. 


Brennan, NBS Tech. Note 282 (Feb. 11, 1966), 25 cents. 


PUBLICATIONS IN OTHER JOURNALS 


This column lists all publications by the NBS staff, as soon after 
issuance as practicable. For completeness, earlier references not 
previously reported may be included from time to time. 


Chemistry: 


Gas phase radiolysis and vacuum ultraviolet photolysis of 2- and 
3-pentanone, A. Scala and P. Ausloos, J. Phys. Chem. 70, No. 1, 
260-269 (Jan. 1966). 

New developments in dental materials: a world-wide survey, G. C 
Paffenbarger, Intern. Dental. J. 15, No. 3, 311-422 (Sept. 1965). 

Quenching of the triplet state of acetone and biacetyl by various 
unsaturated hydrocarbons, R. E. Rebbert and P. Ausloos, J. Am 
Chem. Soc. 87, No. 24, 5569-5572 (Dec. 20, 1965). 

Solid-vapor equilibrium in the system hydrogen-methane, M. J 
Hiza and R. N. Herring (Proc. 1964 Cryogenic Engineering 
Conf., Philadelphia, Pa., Aug. 17-21, 1964), Book, International 
Advances in Cryogenic Engineering, Ed. K. D. Timmerhaus, 10, 
Sec. Q, pp. 182 (Plenum Press, Inc., New York, N.Y., 1965). 

Spectrophotometric determination of bromine and hydrogen bro: 
mide, E. C. Creitz, Anal. Chem. 37, 1690-1692 (Dec. 1965) 

Vacuum-ultraviolet photolysis of ethane at high temperature. II 
Collisional deactivation of excited ethylene, R. F. Hampson, Jr. 
and J. R. McNesby, J. Chem. Phys. 43, No. 10, 3592-359% 
(Nov. 15, 1965). 


Engineering and Instrumentation: 


Foreword, R. G. Scott, Book, Cryogenics, p. V (Reinhold Publ 
Corp., New York, N.Y., 1964). 

Gearing errors as related to alignment techniques of the rotary-vane 
attenuator, W. Larson, 19th Annual IEEE Conference and Ex 
hibit on Instrumentation and Measurements, New York, N.Y. 
Oct. 12-15, 1964, Preprint No. 12-5-2-64 (Sept. 1965) ; IEEE 
Instr. Meas. IM=—14, No. 3, 117-23 (Sept. 1965). 

MAGIC-—A machine for automatic graphics interface to a com 
puter. D. E. Rippy and D. C. Humphries, Proc. Fall Joint Com 
puter Conf., Nov. 20-Dec. 2, 1965, Las Vegas, Nevada, pp. 819 
830 (Spartan Books, Inc., Wash., D.C., 1965). 

Optical instrumentation for the biologist, J. R. Meyer-Arendt 
Appl. Opt. 4, No. 1, 1-9 (Jan. 1965). 

The NBS cryogenic data center, Proc. XI Intern. Congress Re 
frigeration, Munich, Germany, Aug. 28, 1963, pp. 110-11]! 
(1965). 

Timing and space navigation with an existing ground based system 
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(. Hefley, R. F. Linfield, and R. H. Doherty, AGARD Naviga- 


t Systems for Aircraft and Space Vehicles, pp. 490-506. 
(. ergamon Press Inc., New York, N.Y., 1962). 

22 C-NBS centroid colors of maximum contrast, K. L. Kelly, 
C or Engr. 3, No. 6, 26-27 (Nov.—Dec. 1965). 

Mat :ematies: 


ition of the parameters of the Hyper-Poisson distributions, 
E. . Crow and G. E. Bardwell (Proc. Symp. Classical and Con- 
ta.ious Discrete Distribution, Montreal, Canada, Aug. 15-20, 
1903), Chapt. V, pp. 127-140 (Statistical Publ. Soc., Calcutta, 
India, 1965). 


Generalized functions of symmetric matrices, M. Marcus and M. 
Newman, Proc. Am. Math. Soc. 16, No. 4, 826-830 (Aug. 1965). 
Inequities for permanents and permanental minors, R. A. Brualdi 
and M. Newman, Proc. Camb. Phil. Soc. 61, 741-746 (Jan. 


1966). 


Normal subgroups of the modular group which are not congruence 
subgroups, M. Newman, Proc. Am. Math Soc. 16, No. 4, 831-832 
(Aug. 1965). 


On the asymptotic solutions of second-order differential equations 
having an irregular singularity of rank one, with an application 
to Whittaker functions, F. W. J. Oliver, J. SIAM, Ser. B. 2, 
No. 2, 225-243 (1965). 


Real two-dimensional representations of the modular group and 
related groups, J. Lehner and M. Newman, Am. J. Math. 87, 
No. 4, 945-954 (Oct. 1965). 

The fundamental solution and Huygens’ principle for decomposable 
differential operators, J. E. Lagnese, Archive Rat. Mech. Anal. 
19, No. 4, 299-307 (Jan. 22, 1965). 


Metrology: 


The NBS time scale and its relation to other time scales, J. A. 
Barnes and R. C. Mockler (Proc. XIV General Assembly of 
URSI, Tokyo, Japan, 1963), Book, Progress in Radio Science 
1960-1963. Vol. I. Radio Standards and Measurements, Ed. 
R. W. Beatty, p. 41 (Elsevier Publ. Co., Amsterdam, The 
Netherlands, 1965). 


Physics: 


Annual report of the National Bureau of Standards, C. E. Moore, 
Astron. J. 70, No. 9, 637-639 (Nov. 1965). 


Generalized variational principles for electromagnetic junc- 
tions. Vibrations: application to the theory of waveguide, Proc. 


Symp. Electromagnetic Theory and Antennas, Copenhagen, Den- 
mark, June 1962, Ed. E. C. Jordan, pp. 253-260 (Pergamon 
Press Inc., New York, N.Y., 1963). 

Infrasonic observations of the May 16, 1964, volcanic explosion on 
the island of Bali, V. H. Goerke, J. M. Young, and R. K. Cook. 
J. Geophys. Res. 70, No. 24, 6017-6022 (Dec. 15, 1965). 

Interaction of 350-keV polarized neutrons with oriented * Ho 
nuclei, R. Wagner, P. D. Miller, T. Tamura, and H. Marshak, 
Phys. Rev. 139, No. 1B, B29-B46 (July 12, 1965). 


Nonanalyticity of transport coefficients and the complete density 
expansion of momentum correlation functions, J. Weinstock, 


Phys. Rev. 140, No. 2a, A460-A465 (Oct. 18, 1965). 


Nonlinear ambipolar diffusion across a magnetic field, K-B. Pers- 
son and E. R. Mosberg, Phys. Fluids 7, No. 11, 1829-1833 
(Nov. 1964). 


Nuclear size determination by neutral-pion photoproduction, R. A. 
Schrack, Phys. Rev. 140, No. 4B, B987-B904 (Nov. 22, 1965). 


On the use of thermopiles for absolute radiometry in the far ultra- 
violet, R. G. Johnston, and R. P. Madden, Appl. Opt. 4, No. 12, 
1574-1580 (Dec. 1965). 


Oxygen metastable atom production through photodetachment, 
L. M. Branscomb, S. J. Smith, and G. C. Tisone, J. Chem. Phys. 
43, No. 8, 2906-2907 (Oct. 15, 1965). 


Phonon induced nuclear dipole transitions, R. J. Mahler (Proc. 
XIlIth Colloque and Relaxation in Solids), Book, Nuclear Mag- 
netic Resonance and Relaxation in Solids, Ed. L. V. Gervin, 
pp. 202-209 (North Holland Publ. Co., Amsterdam, The Nether- 
lands, 1965). 
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Remarks on a paper by T. Makino “On the cosmic-ray cut-off 
rigidities and the earth’s magnetic field,” H. H. Sauer, Report 
of Ionosphere and Space Research in Japan, 19, No. 1, 54-55 
(1965). 

Solute nuclear magnetic resonances in primary lead alloys, L. H. 
Bennett, R. M. Cotts, and R. J. Snodgrass (Proc. X1IIth Colloque 
and Relaxation in Solids), Book, Nuclear Magnetic Resonance 
and Relaxation in Solids, Esd. L. V. Gerven, pp. 171-180 (North- 
Holland Publ. Co., Amsterdam, The Netherlands, 1965). 

Spectra of C: in solidified gases at 4° and 20° K, R. L. Barger 
and H. P. Broida, J. Chem. Phys. 43, No. 7, 2371-2376 (Oct 1, 
1965). 

Spectra of Cs; in solidfied gases at 4° and 20° K, R. L. Barger 
and H. P. Broida, J. Chem. Phys. 43, No. 7, 2371-2376 (Oct. 1, 
1965). 

Spectrum of stationary homegeneous and magnetohydrodynamic 
turbulence, C. M. Tchen, Phys. Fluid 8, No. 9, 1659-1667 (Sept. 
1965). 

Suppression at high temperature of effects due to statistics in the 
second virial coefficient of a real gas, S. Y. Larsen, J. E. Kil- 
patrick, E. H. Keb, and H. F. Jordan, Phys. Rev. 140, No. 1A, 
A129—A130 (Oct. 1965). 

The brush cathode plasma—a well behaved plasma, K-B. Person, 
J. Appl. Phys. 36, No. 10, 3086 (Oct. 1965). 

The current revision of the solar spectrum, table \2935A to 
\8770A, C. E. Moore, Proc. Utrecht Symp. Solar Spectrum, 
Utrecht, The Netherlands, Aug. 26-31, 1963, Ed. C. DeJager, pp. 
89-101 (D. Reidel Publ. Co., Dordrecht, The Netherlands, 1965). 

The realization and use of the international practical tempera- 
ture scale of 1948, J. P. Evans, ISA 20th Annual Conference 
and Exhibit, Los Angeles, Calif., Oct. 47, 1965), ISA Pre- 
print 14.3-1-65 (1965). 

The relationship of a.c. resonant probes to resonant scattering, 
W. M. Leavens, Physics Letters 19, No. 2, 118-120 (Oct. 1, 
1965). 

Thermal conductivity and viscosity of simple fluids, J. V. Sengers, 
Intern. J. Heat Mass Transfer 8, 1103-1116 (1965). 

Total cross section for 14 MeV neutrons using aligned * Ho nu- 
clei, H. Marshak, A. Richardson, and T. Tamura, Phys. Rev. 
Letters 16, No. 5, 194-197 (Jan. 31, 1966). 

Radio Science: 

Influence or irregular terrain on propagation, J. W. Herbstreit 
(Proc. XIV General Assembly of URSI, Tokyo, Japan, 1963), 
Book, Progress in Radio Science 1960-1963. Vol. II. Radio and 
Troposphere, Ed. F. du Castel, pp. 141-156 (Elsevier Publ. Co., 
Amsterdam, The Netherlands, 1965). 

Lightning characteristics as derived from sferics, W. L. Taylor 
(Proc. 3rd Intern. Conf. Atmospheric and Space Electricity, 
Montreus, Switzerland, May 1963), Book, Problems of Atmos- 
pheric and Space Electricity, Ed. S. C. Coroniti, pp. 388-404 
(Elsevier Publ. Corp., Amsterdam, The Netherlands, 1965). 

Long term characteristics for air-ground propagation in band 
nine, R. S. Kirby, TEEE Antenna Propagation Intern. Symp. 
Digest, pp. 43-47 (July 9-11, 1963). 

On the continuity equation for electron density in the ionosphere, 
T. Shimazaki, J. Atmospheric Terrest. Phys. 27, 593-604 (1965). 

Studies of Alouette observations at the CRPL, W. Calvert, H. Rish- 
beth, and T. Van Zandt, Trans. American Geophysical Union, 
IG Bull. 45, No. 2, 398-401 (June 1964). 

Topside sounding as a tool for global ionosphere studies, R. W. 
Knecht, IEEE Trans. Ant. Prop. Programs Digest, pp. 21-23 
(1963). 

* Publications for which a price is indicated are available by pur- 
chase from the Superintendent of Documents, U.S. Government 
Printing Office, Washington, D.C., 20402 (foreign postage, one- 
fourth additional). The NBS nonperiodical series are also avail- 
able from the Clearinghouse for Federal Scientific and Technical 
Information, Springfield, Va. 22151. Reprints from outside jour- 
nals and the NBS Journal of Research may often be obtained di- 
rectly from the authors. 
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